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The Purification of Sewage and Water, by W. J. Dibdin,
F.S.C., F.C.S., published by the Sanitary Publishing Company,
Ltd., London, and D. Van Nostrand Company, New York,
third edition, 1903, contains 357 pages. About two thirds of
the work is devoted to sewage and its purification. Mr. Dibdin
is an authority on sewage purification in Great Britain, identi-
fied with the development of the art.
Sewage Works Analysis, by Gilbert J. Fowler, M.Sc. (Viet.),
F.I.C., Superintendent and Chemist, Manchester Corpora-
tion Sewage Works, published by P. S. King & Son, London,
and John Wiley & Sons, New York, 1902, is perhaps the
most .valuable small book dealing with this subject. The
work is confined to giving directions regarding the methods
to be pursued in making chemical and mechanical tests of
sewage and sewage effluents. No engineer of purification
works can afford to be without this book. A similar work,
dealing with the bacteriology of the subject, is much to be
desired.
The Microscopy of Drinking Water, by George Chandler
Whipple, Consulting Professor of Water Analysis, Brooklyn
Polytechnic Institute, etc., published by Chapman & Hall,
Ltd., London, and John Wiley & Sons, New York, 1899, second
edition 1905, is a valuable work for those who desire to acquire
knowledge of the organisms active in water and sewage, though
it is not written with special reference to sewage bacteria. The
nineteen plates are exceedingly interesting.
Elements of Water Bacteriology, with special reference to
sanitary water analysis, by Samuel Gate Prescott and Charles
Edward Amory Winslow, both of the Massachusetts Institute
of Technology, published by John Wiley & Sons, New York,
and Chapman & Hall, Ltd., London, 1904, and
Examination of Water (Chemical and Bacteriological), by
William P. Mason, Professor of Chemistry, Rensselaer Poly-
technic Institute, published by John Wiley & Sons, New York,